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THOMAS     FULLER.

Born 1608.    Died 1661.

He was of Stature somewhat Tall, exceeding the meane,
with a proportionable bigness to become it, but no way
inclining to Corpulency : of an exact Straightnesse of the
whole Body, and a perfect Symmetry in every part
thereof. He was of a Sanguine constitution, which
beautified his Face with a pleasant Ruddinesse, but of
so Grave and serious an aspect, that it Awed and Dis- I0
countenanced the smiling Attracts of that complexion.
His Head Adorned with a comely Light-Coloured Haire,
which was so, by Nature exactly Curled (an Ornament
enough of it self in this Age to Denominate a handsome
person, and w*herefore all Skill and Art is used) but not
suffered to overgrow to any length unseeming his modesty
and Profession.

His Gate and Walking was very upright and graceful,
becoming his well shapen Bulke : approaching something
near to that we terme Majesticall; but that the Doctor 20
was so well known to be void of any affectation or pride.
Nay so Regardlesse was he of himselfe in his Garb and
Rayment, in which no doubt his Vanity would have
appeared, as well as in his stately pace : that it was with
some trouble to himselfe, to be either Neat or Decent;.
it matter'd not for the outside, while he thought himself
never too Curious and Nice in the Dresses of his mind.

Very Carelesse also he was to seeming inurbanity in
the modes of Courtship and demeanour, deporting him-